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Under this condition, the flow in the trunk sewer is about level with the top of the diverting weir This result is accomplished by means of two valves with disks m the form of cylindrical surfaces, which slide upon bionze seats m castings imbedded in a concrete bulkhead wall across the line of flow. From these disks arms project with floating balls of copper on the ends of
aame and working in a pair of concrete tanks, so that by automatically filling and emptying the tanks at the proper time the balls are made to rise and fall and to close and open the valves.
At the proper level below the diverting dam in the main sewer to give the required discharge, as checked by experiment in the shop, a small pipe is introduced and leads to a pair of outlets in the regulating chamber, each